GWU-SCD 74-14P 


/■f 

r" 





SCIENTIFIC PUBLICATIONS AND PRESENTATIONS 
RELATING TO PLANETARY QUARANTINE 


Volume V 

The 1973 Supplement 


1 (NASA-CR- 138898} SCIEWTITIC PUBLICATIONS 
'1ND PRESENTATIONS RELATING TO PLANETAR I 
QUARANTINE. VOLUME 5; THE 1973 
'SUPPLEMENT IGeorge Washington Univ.) 

’^P HC 3 CSCL 06E 



00/04 


K 74 -“28554 


Unclas 

42152 


June 1974 



SCIENCES COMMUNICATION DIVISION 
THE GEORGE WASHINGTON UNIVERSITY MEDICAL CENTER 
2001 S STREET, N.W., WASHINGTON, D.C. 20009 
Telephone (202) 462-5828 



41 



SCIENTIFIC PUBLICATIONS AND PRESENTATIONS 
RELATING TO PLANETARY QUARANTINE 


Volume V 

The 1973 Supplement 


Frank D. Bradley 


Work Performed under NASA Contract NSR-09-010-027 

for 

Planetary Quarantine Office, Planetary Programs 
NASA Office of Space Science 


The George Washington University 
Department of Medical and Public Affairs 
Science Communication Division 
2001 S Street, N.W., Washington, D.C. 20009 


GWU-SCD 74-14P 
June 1974 



PREFACE 


This publication is the seventh annual supplement to the original 
bibliography which was issued in June, 1967. 

The annual supplement consists of citations of documents relating 
to planetary quarantine; many, but not all, refer to work supported by 
the Planetary Quarantine Office, Planetary Programs, National Aeronautics 
and Space Administration, Washington, D.C. The citations are assembled 
to bring up to date the survey of the current literature in the field. 

As in previous supplements there is a listing of documents published prior 
to the current reporting year. These are cited because of their substan- 
tive or historic value to the planetary quarantine program. 

In certain references, numerals, preceded by letter(s), are given 
parenthetically as part of the citation. These numbers are to assist 
users in the procurement of a hard copy of the document from other than 
the corporate source. Those citations carrying "A" numbers are obtain- 
able, for a fee, from the 

American Institute of Aeronautics and Astronautics, Inc. 

Technical Information Service 

750 Third Avenue 

New York, New York 10017 

Documents with "N", "NASA-CR", "NASA-SP", "NASA-TM-X", "NASA-TN-D" and 
"NASA-TT-F" numbers are available , at set rates , from the 

National Technical Information Service 

U.S. Department of Commerce , 

5285 Port Royal Road 
Springfield, Virginia 22151 

"NASA-SP" codes documents are also obtainable from the 

Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 
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Preceding page blank 



"X" numbered documents are limited in their distribution to NASA 
associated or contractor personnel. 

"AD" coded documents are generally available from the 

Defense Documentation Center 
Cameron Station 
Alexandria, Virginia 22314 

The availability of a microfiche of the cited document is indicated 
by the use of the symbol # following the reference number. In each case 
the fiche is available from the same source as the hard copy document. 
"PB" microfiche are obtainable from NTIS and "T" microfiche from the 
Science Communication Division, The George Washington University. 
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